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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Heaith 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


12/21/10 


Laura Weierman 

Assistant District Attorney, Plymouth County 


Dear Ms. Weierman, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample It's 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample #”s 

GC/MS testing was performed by Dan Renczkowski. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 


.Sincerely, 





Corbett 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: DJR, CBS 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 
8 : 00 - 11:00 
2:00-4:00 


DRUG RECEIPT 


Amherst Hours 
9:00- 12:00 
1:00-4:00 


City or Department: BlOC:k:to n . po l - lce _Police Reference No.: 

Name and Rank of Submitting Officer: 36 0 _ DuNuHUE , PATRICK S DOC § 


Defendant(s) Name (last, first, initial) 



Descript ion of Sa mples 


To be completed by Lab Personnel 

Gross Weight Lab Number 


1) PLASTIC BAGSUNK WHITE ROCK 

PLASTIC BAG UNK WHITE ROCK 

2) PLASTIC BAG UNK WHITE ROCK 


(QTY: 2) 
( S15263 ) 
(QTY: 1) 

(S15 


Q64 



Received 




tote: ' /OS?W7 
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PRELIMINARY TESTS 




Spot Tests 


Nlicrocrvstailine Tests 

Cobalt 

Thiocyanate ( ) 

, 

Gold 

Chloride 


Marquis \ j? 

irvK 

TLTA ( ) *y 



Froehde's 


OTHER TESTS 




























DRUG POWDER ANALYSIS FORM 



Cobalt 

Thiocyanate 




Marquis 


Gold 

Chloride 


TLTA( ) 


Froehde's 


OTHER TESTS 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AequisitionMeth 
Integrator 


E:\SYSTEM7\02_13_08\585017.D 

DJR 

13 Feb 2008 11:55 

BLANK 


DRUGS.M 
RTE 



Abundance TIC: 585017.b\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


585017,D 


Tue Dec 21 07:18:30 2010 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM7\02_13_08\585018.D 
DJR 

13 Feb 2008 12:08 

COCAINE STD 

18 

DRUGS . M 
RTE 


Abundance 


TIC: 585018.D\data.ms 
4.$02 


1000000 


500000 


Time-> 


0 1 I 1 ' I * ' ' 1 I ' ' 1 M r ' r 1 ' P 1 '"'"P ' '^‘ T 1 ' 1 1 I ' ’ 1 1 I 1 ' 1 ' | , : i l i i ■ i | i , i l H l ' i ] l l ' ' ' ' 

2.00 2.50 3.00 3.50 4.00 4,50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 &50 


Ret. Time 

Area 

Area % 

Ratio % 

4.802 

1421947 

100.00 

100.00 


585018.D Tue Dec 21 07:18:35 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\02_13__08\585018.D 

Operator : DJR 

Date Acquired : 13 Feb 2008 12:08 

Sample Name : COCAINE STD 

Submitted by : 

vial Number : 18 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.80 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.765 to 4.919 min.: 685018.D\data.ms (-) 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 260 300 

Abundance #29: COCAINE 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


585018.D Tue Dec 21 07:18:36 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

E:\SYSTEM7\02 13 08\585019.D 

Operator 

DJR 

Date Acquired 

13 Feb 2008 12:21 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 585019.D\data ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


585019.D Tue Dec 21 07:18:40 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name : 

E:\SYSTEM7\02 13 08\585020.D 

Operator : 

DJR 

Date Acquired : 

13 Feb 2008 12 : 33 

Sample Name : 


Submitted by : 

KAC 

Vial Number : 

20 

AcquisitionMeth: 

DRUGS . M 

Integrator : 

RTE 


Abundance TIC: 585020.0\data.ms 



Ret. Time 

Area 

Area % 

Ratio %• 

4.029 

379287 

10.49 

11.71 

4.807 

3237744 

89.51 

100.00 


585020 .D 


Tue Dec 21 07:18:53 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\02 13 08\585020.D 



Operator 

DJR 



Date Acquired 

13 Feb 2008 12:33 



Sample Name 




Submitted by 

KAC 



Vial Number 

20 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLl.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX 2.L 



PKft RT 

Library/ID 

CASH 

Qual 


1 4,03 C:\Database\NIST05a.L 

Imida 2 o[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2 ( 1 -b] thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1 -b] thiazole, 2,3,5,6-tet 014769-73-4 98 


Abundance Average of 3,997 to 4.241 min.: 585020. DWala.ms (-) 



m/z~> 


20 


40 


60 


80 


100 120 140 160 180 200 220 240 260 280 


585020 .D 


Tue Dec 21 07:18:54 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

E:\SYSTEM7\02 13 08\585020.D 



Operator 

DJR 



Date Acquired 

13 Feb 2008 12:33 



Sample Name 




Submitted by 

KAC 



Vial Number 

20 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


2 4,81 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


Average of 4.770 to 4.940 min.: 585020.Dtdata.ms {-) 



303 


300 


Abundance 


#29: COCAINE 



585020,D 


Tue Dec 21 07:18:55 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

E:\SYSTEM7\02 13 08\585021.D 

Operator : 

DJR 

Date Acquired : 

13 Feb 2008 12:46 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC; 585021.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


58S021.D 


Tue Dec 21 07:19:00 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\02_13_08\585022.D 

DJR 

13 Feb 2008 12:59 


KAC 

22 

DRUGS,M 
RTE 


30000Out 


2000000 


1000000 


TIC: 585022.D\data.ms 



4.! 

507 



4.029 

i 



, r - r - T -, , , , , , 

. 1 . 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6,00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.029 

576341 

14.63 

17.14 

4.807 

3362753 

85.37 

100.00 


585022 ,D 


Tue Dec 21 07:19:05 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\02_13_08\585022.D 

DJR 

13 Feb 2008 12:59 


KAC 
22 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.03 C:\Database\NIST05a.L 

Imidazo[2,l-b]thiazole, 2,3,5,6-tet 014769-73-4 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l~b]thiazole, 2,3,5,6-tet 006649-23-6 98 



585022.D 


Tue Dec 21 07:19:06 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : E:\SYSTEM7\02_13_08\585022.D 

Operator : DJR 

Date Acquired : 13 Feb 2008 12:59 

Sample Name : ^Hi 

Submitted by : KAC 

Vial Number : 22 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.81 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



585022.D Tue Dec 21 07:19:06 2010 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


E:\SYSTEM7\02_13_08\585039.D 
DJR 

13 Feb 2008 16:35 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TIC: 58S039.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


585039,D 


Tue Dec 21 07:19:35 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM7\02_13_08\585040 . D 
DJR 

13 Feb 2008 16:48 

COCAINE STD 

40 

DRUGS.M 
RTE 


Abundance 


1000000 



TIC: 585040.Didata.ms 


500000 


| i » t 1 t | r i i i | r i i i | t rri-ri-r-T M ■ i i i 1 ' r T - T -^ - | - r - r - T -| - r -| - 1 - r -|- T - | -i- i - |- T - | - 1 - 1 - j - f - r . r - r .y- T .. 1 - 1 - T . Y . r .. 1 .. v . y .. p . r .. 1 .. 1 -v .j.. r - r 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.802 

1316011 

100.00 

100.00 


585040 ,D 


Tue Dec 21 07:19:41 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

E: \SYSTEM7\02__13_08\585040 , D 
DJR 

13 Feb 2008 16 : 48 

COCAINE STD 

40 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.80 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



585040.D Tue Dec 21 07:19:42 2010 Page 2 
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